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Message Text 


INFO OCT-01 ARA-14 ISO-OO FBOE-OO A-01 ABF-01 /022 R 


DRAFTED BY A/SY/OPS/FO/ARA:DLNESS:SE 

APPROVED BY A/SY/OPS/FO - PJHARRICK 

A/SY/OPS/FO - MKD ALTON 

A/SY/OPS/T - CPELCZ YN SKI 

DESIRED DISTRIBUTION 

A/FBO/ARA 

048916 251556Z/45 

R251500ZJUL 78 

FM SECSTATE WASHDC 

TO AMEMBASSY SAN SALVADOR 


UNCLAS STATE 187147 


E.O. 11652:N/A 


TAGS: ASEC 


SUBJECT: OMNI SPECTRA ALARM - EMR 


REF: SAN SALVADOR A-61, JUNE 9, 1978 

REFERENCED AIRGRAM REQUESTED FUNDING FOR THE INSTALLATION 
OF AN OMNI-SPECTRA ALARM SYSTEM AT THE EMBASSY RESIDENCE. 
RSO SHOULD ADDRESS THIS REQUEST TO RTC PANAMA FOR AN AREA 
SURVEY, EQUIPMENT PURCHASE, AND INSTALLATION. VANCE 
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Disposition Remarks: 

Document Number: 1978STATE187147 
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Drafter: DLNESS:SE 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780304-1192 
Format: TEL 
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Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780722/aaaaasth.tel 

Line Count: 41 
Litigation Code IDs: 

Litigation Codes: 
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Review Media Identifier: 

Review Release Date: n/a 
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